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Actual examples show 
that Hope's Metal Windows, 
of which all components are 
made to a high engineering 
standard, are remarkably low 
in price and represent a small 
proportion of the total cost 
of a house. 



HOPES 

WINDOWS i 



Much has been said and written in a 
critical and condemnatory spirit on the 
deplorable type of domestic buildings 
which are being erected. 

Unfortunately there has been ample 
justification for such criticism, but it must 
be admitted that the general design of 
houses has improved during the last few 
years. 

This collection of photographs is an 
attempt to record this change and to show 
how the metal window, by reason of its 
sound design and workmanship, has 
played an important part in bringing about 
this improvement. 



The metal window has grown up with 
the English tradition of building and still 
holds pride of place where quality and 
workmanship are appreciated. 




SI I.WYN COURT. RICHMOND. Stanlc> C Ramsey, Architect 
R Cowper & Son. Builders 
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& METAL WINDOWS fulfil 

]f .1?° all the requirements of ventilation 
™ and are easy to operate at all times 




100 HOUSES ESTATE, CAMBRIDGE. G. W. Craske, Architect 

Stevens Bros., Builders 

These houses consist of living room, parlour, kitchen, scullery, 
three bedrooms, bath-room, etc., and cost £284 . 10 . per house 
including paths, gates and fences. The metal windows cost 
on an average £10 . 1 3 . per house and are of the wide flange 
outer frame type, built direct to the brickwork. The bay 

windows are also "all Steel." For window types and sizes see page 38. 

ssssssssssssssnsssssss^ssssssssssssss 




1 



MEAD ESTATE, CIRENCESTER. Eric Cole, Architect 
Holborow & Sons, Builders 

This house has a dining-room, living room, kitchen and scullery on ground floor, 
and three bedrooms, bath-room and separate W.C. on first floor. The total cost, in- 
cluding land, was approx. £950 .0.0. The metal windows, fitted with leaded lights 
and set into wood frames, came to £30 .3.0 inclusive. 

STANDARD METAL WINDOWS have in no small measure 
contributed to a marked improvement in house design. Archi- 
tects and builders have not been slow in acknowledging the 
supremacy of metal windows. Their dimensions and pro- 
portions were determined with the help and co-operation of 
fifteen British architects in 1919, and if proof were needed of 
their suitability it lies in the fact that they have been adopted 
by every English-speaking country throughout the world and 

SOme Others aS Well. For window types and sizes see page 40. 
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HOPE'S METAL WINDOWS 



m 




BROAD OAK. KNOWLE, Warwickshire. W. Neville Hawkes, Architect 

Robbins & Tyers, Builders 

Accommodation consists of large living room, hall, kitchen, 

bed-sitting room, bath-room and W.C. on ground floor and 

three bedrooms, bath and W.C. on first floor. 

The house, including fittings, cost less than £1,250.0.0, and 

the metal windows and doors, fixed into wood frames and 

supplied complete, cost £39 .18.9. 

The windows and doors are Hope's "H" types shown on p. 41. 
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The HALL MARK of QUALITY 




THE NEW HOUSE, ULLENHALL, Warwickshire. 

Alcester Builders Ltd. 



F. E. Bromilow, Architect 



This house contains lounge, large hall with cloak-room and 
lavatory accommodation, and dining room on ground floor, 
and four bedrooms, bath-room and W.C. on first floor. The 
total cost of house was £2,000 .0.0, and the metal windows 
and doors, which are all rustproofed and fixed into wood 
frames, supplied complete, cost £97 .0.0. 
The windows and doors are Hope's "H" types shown on p. 41. 




->. 






Windows can make or mar the appearance of any 
building. This is particularly true of the small or 
medium-sized house. 
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It cannot be denied that the Hope Metal Windows used in the 
houses illustrated do contribute to the pleasant appearance 
of these delightful homes. 




GRANVILLE HOUSE, Hampstead 
E. William Palmer, Architect 
James Stewart & Sons (Totten- 
ham) Ltd., Builders 

This house contains lounge, 
dining-room, study, hall with 
cloak-room and lavatory 
accommodation on ground 
floor, and five bedrooms, 
sleeping balcony, two bath- 
rooms and W.C. on first floor 
The total cost was approximately 
£3,500. The standard metal win 
dows and doors supplied complete with 
wood frames amounted to £86 .10.0. For 
standard window types and sizes see page 38, 
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HOPE'S Metal WINDOWS are 

*MW tight fitting and keep a house warm 
"IF and draught-free in wintry weather 







■ 

Bungalow at CARBIS BAY, Cornwall 
Cowell, Drewitt & Wheatly, Architects 
W. T. Toy, Builder 

This bungalow consists of five bed- 
rooms, dining-room, lounge, kitchen, 
maid's room, etc. The metal windows 
are rustproofed to withstand the salt 
atmosphere and built direct to the 
concrete walls. The total cost of the 
bungalow, including extensive foundation 
work, was £1,800 .0.0. The cost of the 
metal windows, including rustproofing, was £98 



0. 



Where Hope Metal Windows are exposed to abnormal weather conditions, such 
as by the sea or in chemically-laden atmospheres, rustproofing should be specified. 
The extra cost will be well repaid in freedom from cost of upkeep by constant 
repainting. N.B. A properly rustproofed window cannot be damaged by rough 
conditions during building. 

SNSSSSSSSSSSSSSSSSSVSSSSSSSSSSSSSSSSV 
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Bungalow on WOODCOCK DELL ESTATE, WEMBLEY 

The total cost of this attractive bungalow was approx. £1,150 . . 0. The cost of the 
metal windows and doors was £14.7.0. These windows are Hope' 's "//" types shown on p. 41. 




Bungalow at WOLVERHAMPTON. S. D. W. Timmins, Architect 

T. & S. Ham, Builders 

This bungalow consists of three bedrooms, living and dining rooms, garage, etc., and 

cost £860.0.0. The cost of the metal windows, rustproofed and fitted into wood 

surrounds complete, was £26 . . 0. The windows are Hopes "H" types shown on p. 41. 
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HOPE'S Met 

WINDOWS fo 
MODERN HOUS^g— -, 

Where large uninterrupted win- 
dow openings are required metal 
windows are essential. They offer the 
least resistance to light and air, and are 
immensely strong. Standard metal windows are made for single 
panes of glass, and these can be grouped in series, connected 
by steel mullions or tubes as shown on opposite page. 

Metal windows for this type of building are generally set 
direct to the brickwork or concrete as the work proceeds. 
Hope's Standard Metal Windows with the extra wide outside 
steel frame should be used as shown on opposite page; they 
provide room for a roughcast external finish and also clearance 
for the casement hinges. 

HOUSE AT NEW MILTON, Hants. Braddell & Dean, Architects 
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HOPE'S METAL WINDOWS for the MODERN HOUSE 




HOUSE AT FAWLEY GREEN. Christopher Nicholson, Architect 

The wide frame also provides an extra margin of steel around 
the window opening, if the exterior face of building is not ren- 
dered, or if the steel cavity sub-frame is not employed for this 

purpose aS described On page 37. For window types and sizes see page 40. 

THESE DRAWINGS ARE HALF FULL SIZE AND SHOW THE 
WIDE FLANGE OUTER FRAME BAR. THE NARROW 
FLANGE FRAME BAR IS SHOWN ON PAGES 16 & 20 
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HOPE'S Metal 
WINDOWS 
for STONE 
HOUSES 




The standard single unit metal 

window 1' 8" wide is the ideal 

window for houses built entirely of 

stone. It is usual for this type of building to use the standard 

windows with panes or with leaded glazing with lead cames 

not less than %" wide, to avoid a "skimpy" appearance. 

When fixing Hope's Standard Metal Windows into stone or 
concrete the rebates should be outside and 1 / 2 deep, and the 
stonework drilled and lead plugged to take the fixing screws. 
The steel channel of the window should be filled with mastic 
and, after the window is fixed, pointed up all round outside. 

In exposed positions the windows 
should be set well back from outside 
wall face and a weathering provided at 
head. 

Steel weather bars are supplied when 
required as shown on sketch. 

Cills should also be given a good slope 
to throw off storm water. 

These remarks also apply where 
Hope's Metal Windows are to be fixed 
into artificial stone surrounds or pre- 
cast concrete. 
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HOPE'S METAL WINDOWS for STONE BUILT HOUSES 




HOUSE AT LINTON, Nr. Wetherby, Yorks. Jones & Stocks, Architects, Leeds 

Carr & Kettlewell, Builders 

Accommodation consists of lounge, dining-room, loggia, 
kitchen, hall with cloaks and W.C., 3 bedrooms, bath, etc. 

The cost of this house was approximately £900 .0.0. 

There are thirty-three metal windows of special sizes which 
cost £22 . . 0. The leaded lights cost £12 . 18.9, and the 
standard wood frames £4.6.6. 
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HOPE'S METAL WINDOWS for STONE BUILT HOUSES 



H< 




"CRIFTERS," CURBAR, Nr. Baslow. Halliday & Agate, Architects 

The accommodation includes lounge, living room, kitchen, workroom, lobby with 
lavatory, etc., on ground floor, and three bedrooms, sitting-room and bath-room 
on first floor. The house cost £1,550 . . to build. The metal windows, together 
with leaded fights complete, cost £59 .0.0. As the windows in this instance were 
not made to standard sizes the proportionate cost is somewhat higher. 

A Hope Metal Window is tight fitting and provides complete 
protection in the roughest weather. The control of ventilation 
is "finger tip," easy, quick and quiet. 
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HOPE'S STANDARD METAL WINDOWS for STONE BUILT HOUSES 




A COTTAGE ON THE ABBEY ESTATE, CIRENCESTER. Eric Cole, Architect 

Holborow & Sons, Builders 
The total cost of this house, including land, was £910.0.0. The metal windows with 

leaded lights and wood frames Complete COSt £30 .0.0. For window types and sizes see p. 40. 




"GREYSTONES," Whitchurch, Herefordshire. Designed and built by Elliott Bros. 
This house cost approx. £1,800 .0.0 and the metal windows, which were fitted direct 
into pre-cast concrete openings, cost approx. £20 .0.0. For window types see p. 38 
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METAL WINDOWS 
for TIMBER HOUSES 



THE use of metal windows in 
houses built of timber goes back 
for 300 years, and it is interesting to 
note that in the revival of timber 
house building in England the stand- 
ard metal window has been adopted 
by some of the leading exponents in 
the use of timber for house con- 
struction. 

The photograph of a timber 
house shown on the opposite page 
illustrates the charm of timber when appropriately used, while 
the lightness and strength, as well as serviceability, of the metal 
windows contribute not only to their efficiency but to the 
charm of their appearance. 




These drawings 
show the narrow 
flange outside 
frame bar. The 
, wide flange 
outer frame bar 
is shown on 
page 15 




Vt FULL SIZE 

DETAILS 



Plaster finish 
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METAL WINDOWS for TIMBER HOUSES 




CEDAR COTTAGE by PAPWORTH INDUSTRIES, CAMBRIDGE 
Arthur Gibbs, M.I.R.A., Architect 

This cottage consists of large lounge, kitchen and hall, three bedrooms and usual 
offices, and cost £750. The metal windows cost £25 .3.9. 

The fixing of metal windows to wood framing is simple. Rebates should be %" deep 
and the steel channel of the window filled with mastic. After screwing into position 
the windows should be pointed up neatly all round to ensure a weathertight job. 
Wood frames are obtainable made to standard sizes for all types of metal windows, 
also for a variety of bays and for metal doors. They can be delivered to the site 
with windows screwed into position ready for incorporating into the building. This 
is an advantage when time of erection is limited, and it also ensures that the windows 
are protected in transit. 

When metal windows are to be fixed in exposed positions they should be set well 
back from the outside face of walls and the wood rills should be steep. Inward 
opening doors and windows are not recommended for such positions. 

.%;*;v ; *;*;*:fcfc*;*s:*:*:*:*;^ 
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4tk- HOPE'S Metal Windows have 






been specially favoured by municipal 
QH authorities and housing bodies because of 
their low first cost and minimum upkeep charges 




King's Mead Estate, Hackney Marshes 
for the London County Council 

E. P. Wheeler, Superintending Architect 
Gee Walker & Slater Ltd., Builders 
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CHAPMAN HOUSE, STEPNEY. Joseph Emberton, Architect 
F. R. Hipperson & Son Ltd., Builders 




FLATS AT CASTLE STREET, NORTHAMPTON 
R. A. Winfield, Borough Engineer and Surveyor. T. Wilson & Son Ltd., Builders 
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HOPE'S METAL WINDOWS 

The hall-mark of quality: 




OAK LODGE ESTATE, Southgate, N.14 
Allen Fairhead & Sons Ltd., Builders 
Irpj These semi-detached houses contain 
T7 dining-*oom, lounge, hall with W.C., 
fit^ II kitchen with built-in cupboards and fit- 

^ ■* ments on ground floor; and three bed- 
rooms, bath and separate W.C. on first 
floor. The selling price was £1,095 and the cost 
of the Hope Metal Windows was £18 each house. 
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HOPE'S STANDARD METAL WINDOWS 




CITY OF BIRMINGHAM HOUSING ESTATE, Umberslade Road, Stirchley 
Herbert J. Manzoni, City Engineer. Morris, Jacombs & Sons Ltd., Builders 

These houses are 3 bedroom type, non-parlour, and the contract price was £306 .0.0 
each. The Hope Metal Windows fixed into wood frames cost £6.3.0 per house. 
The metal window types and sizes are given on page 41. 
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Jfc HOPE'S Metal WINDOWS 




I)IHD!\ Hoi n| Flatsatl Londoi Dove Bros. Ltd., Builders 
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FOR RESIDENTIAL FLATS 




THE WHITE HOUSE. ALBANY STREET, LONDON. Robert Atkinson, Architect 
Sir Lindsay Parkinson & Co. Ltd., Builders 

The installation of 
Hope's Metal Win- 
dows & Doors assures 
the occupier that the 
best has been selected 
for health, conveni- 
ence and comfort. 

A complete range of stan- 
dard metal windows and 
doors giving sizes and types 
available is illustrated on 

pageS 38 tO 42. Selwyn Court, Richmond. Stanley C. Ramsey. Architect 
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The woman's point of view 

Every architect and builder knows that to please the 
woman he must give her plenty of cupboards. Next, she will 
certainly demand a light and bright kitchen. It must be remem- 
bered that the average housewife spends a large part of her 
day in this room, and who can blame her for being insistent 
on the point of light and ventilation? 

Next comes the living and bedroom windows, which must 
provide an abundance of light to reach into every corner, give 
the maximum ventilation and be easily opened and closed what- 
ever the season of the year without jamming or sticking to 
cause lifting or straining. They should be easy to clean inside 
and out, modern in appearance, and pleasant and attractive to 
fit in with schemes for curtains, decorations and furnishings 
generally. 

HOPE constructional features of 
special interest to every woman 

Easy to Clean windows. A specially designed extended hinge 

is fitted on request which, 
when the window is open, 
allows the arm to be put 
through to clean the outside 
of the window from inside 
the room without danger. 

Fittings. No effort is re- 
quired to open or close a 
Hope window in summer 
or winter. The solid bronze 
fittings are securely fixed to 
the metal frame and cannot 
fail to work easily. 




ASSSSSSNSSSSSSSSSSSSSSSVSSNSSSVSSSSSN 



28 



The bronze handles and stays are designed 

to secure the window without rattle. The handle has two posi- 
tions: (1) closed, (2) open 1" for a little ventilation in stormy 
1 II lUI weather. When more ventilation is required 

S22ural the casement is controlled by a sliding stay 

^®??# B l i A bronze , 

which allows it to open to its full extent 




A bronze 
casement 

showing and holds it securely in any 

casement pOSitiOn. 
held open 
one inch. 




This workmanlike and cheerful-looking kitchen is lighted by a 
Hope Metal Window fitted with flyscreens to opening portions. 

Note the special chromium plated fittings which operate the ventilators without dis- 
turbing the flyscreens. 
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ipkThe woman's point of view 



t <5S°" 




* 



Attractive arrangements of Hope's metal windows for a nursery and dining-room. 
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. . . and of course CURTAINS 



.1 
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It is the easiest job in the house to fit curtains when Hope's 
Metal Windows are installed as they are specially prepared to 
take the modern type easy running curtain rail, either for fitting 
direct to the metal window frame itself or to a wood framing. 

Curtains certainly show to the best advantage when set against 
the graceful lines of a metal window, either by day, when the 
natural light can display the pattern and colour to advantage, 
or at night time when drawn in graceful folds over a well- 
proportioned opening. 

When planning the windows of a house it is as well to give a 
thought to the curtains. A good suggestion is to allow for 
a narrow side light on either side of an opening casement, so 
that curtains can be drawn back clear of the opening portions. 
By this arrangement ventilation is not obstructed and the cur- 
tains are protected by the fixed side lights. 





1 v *h' J , I %S>, 




PLAN 

This type of curtain rail is 

specially made for easy and 

quick application to standard 

metal windows, either for straight 

Pelmet Rail lengths or for fitting to circular or square 

bays. A pelmet fitting is also made for attaching 

as shown. 
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jtitfe HOPE'S Metal WINDOWS & DOORS 



ml 




HOUSE AT HANDSWORTH, Nr. Birmingham. Peacock & Bewlay, Architects 

Percy W. Cox Ltd., Builders 

This house cost £2,000 .0.0, and the standard metal windows and doors which were all 
rustproofed cost £55.0.0. Window and door types and sizes are shown on pages 4 1 and 42. 

French dOOrS. Most people will agree that french 
doors to give access to a garden or balcony must be remem- 
bered when talking over the new house with their architect or 
builder. If these are badly designed and ill-fitting they can 
certainly make a room uncomfortable in the winter. Hope 
Standard Metal Doors are graceful and well proportioned, they 
do not obstruct the view and fit perfectly, they can be supplied 
either single or double and can be fitted with extended hinges 
to allow them to be folded 
against an outside wall and 
secured with cabin hooks as . . 
shown. All metal doors are z — -tt1 
made to open outwards. 



Inside 
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Hope's Metal Doors for light and snug rooms 




Notice the brightness of 
this room; light costs 
nothing, so why not in- 
clude it as part of your 
house by fitting Hope's 
Metal Windows and 
Doors? 



A bath-room window with 
fixed sub-light at cill and 
with chromium plated 
fittings. 

For window types see page 
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Sjk Sliding-folding windows 

T <2'S° When it is desired to throw open the side of a room. 
i^p such as nurseries, or sun rooms, sliding-folding metal 
doors or windows can be obtained which are weatherproof 
when closed and can be opened at will without obstruction of 
any kind, up to a maximum of twenty feet. They are light 
and easy to open and close, and provide the widest range of 
ventilation from zero to 100'a. 




lounge at 
unchappfeb 
: look ing the 
I batch* • at 

rORQI \V s I) 



.1 Horsfield, 

Architect V-\s Lied 
Homesteads Ltd . Builders 
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Sliding and folding metal doors in house at Luton. Parrott & Dunham, Architects 




Where a fine view is obtainable a sliding and folding metal window, although more 
expensive than the standard types, is well worth the extra cost. 
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HOPE'S SUB-LIGHT Windows 






W'l^ 



Special standard types 
of metal windows are 
made with a row of fixed panes 
above the cill and below the 
opening portion. This provides 
a protected shelf for flowers, 
books, etc., besides keeping the 
cill of the opening free from 
weather and dirt. 

These windows are extremely 
useful for almost any situation, 
particularly for nurseries where 
they afford a measure 
of safety, and for 
bath-rooms and 
kitchens where 

shell" space is 
useful. 



Vnotherusefor ■ W this type of window 

is as shown in ^ ^ the illustration ol a 

block o| London Hats ^^J P*^ a t Swan Court, Chelsea 
SSSSSSSSNSSSSVSSSSSSS Buckland & Haywood, Aichia 

Rl STPROOf WINDOWS. Given reasonable cue and attention, 

; peri) painted before leaving die works, and 
*e final finishi nf ,im installation, should not need 

i m Kulleriea, kitchens 
""•"J : paintinf I ins piecautioa is 

II ensure th.u the .Mndmss will last in«Jchnilel> 
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CAVITY WALLS. To ensure a dry 
house internally it is often necessary to build cavity 
walls. The building of the wall itself presents few 
difficulties but to make a sound job round windows 
and doors is by no means easy. Various methods are em- 
ployed (a slate and cement 
vertical damp course being 
the most usual), but this 
practice breaks down if 
wood frames are used be- 
cause of the horns on the 
corners. A steel cavity sub- 
frame has been devised 
which is simple to build in 
and as there are no horns 
on the corners, the cavity 
is maintained all round the 
window openings without 
any cutting of bricks. The 
frame forms its own tem- 
plate for the flat arch at 
the head up to the standard 
window width of 3' 3!{"; over 
this width an angle lintol should be used. Some thousands of 
these frames have been installed in various parts of the country 
without a failure. The bricklayers like them. 
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N-Semi 3 



N-semi 



and small ventilators in types with suffix "F" are top hung. Other 
■ own are for w.ndows with narrow flange frame. When 
J dd I' to height and width of each unit and prefix letter M W M to type reference. 
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HOPE'S STANDARD METAL WINDOWS 
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Note: Dotted diagonal lines denote opening portions. 
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STANDARD METAL WINDOWS 
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LEADED LIGHTS 
BE SUPPLIED 

AS SHOWN ON 
PAGE 
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NC05 
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WINDOWS WITHOUT GLAZING BARS I 



CURVED-ON-PLAN TYPES 






Radius 



Radius 



cm 

GRI 



GR2 



GR3 
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DRI 



CR2 
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s In types M NG and small ventilators In types with suffix "F M are top hung. Other 

Tients are side hung, all opening outwards. Sizes shown are for windows with narrow flange frame. V\ 
wide flange frame is required add I* to height and width of each unit and prefix letter "W" to type refer* 
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STANDARD METAL WINDOWS jflfe, 

*K If* 





D2H D2FH D3H 

Not*: Dotted diagonal lines denote opening portions 







>n in types "NG," "NH" and "NE" end imall vei pes with si/ 

ther casements are side hung, all opening outwards. Sizes shown are for windo 
When wide flange frame is required add I* to height and width of e 
W' to type reference. 



open inwards. Can be 
supplied • 
removab 
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STANDARD METAL WINDOWS $&„ 
LEADED LIGHTS F "oT P r: B g 



with leaded lights on pages 7, 
18, 19 and 35. 



STANDARD DOORS 



Leaded Lights. For plain squares 
the cames are ¥ wide, and for 
diamond panes J" wide. These are 
reinforced with steel w 
sary to obviate saddle t 
Glass may be either clear, tinted, 
or obscured and is well cemented 
into cames. 
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FANLIGHTS 



FOR FURTHER PARTICULARS OF OUR WINDOWS 
AND DOORS SEND FOR LIST No. 184. 
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SIDELIGHTS 



FULL PARTICULARS OF WOOD FRAMES (List No. 160) 
FOR ALL OUR STANDARD META 
BE SENT ON REQUEST 
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HOPE'S 
METAL 

WINDOWS 



is a photograph of our head office and works at Smethwick, Birmingham. Hie 
lower photograph shows the entrance front of our London office and showrooms, where 
mplete range of all our windows and doors, pressed steel door frames, lantern lights 
and hardware can be seen at an\ tune. 




HENRY HOPE & SONS LTD 

SMETHWICK, BIRMINGHAM 

Telephone: SMEthwick 0891 Telegrams: Conservatory Telex, Birmingham 

London Office and Showrooms: 17 BERNERS STREET, W.l 

Telephone: MUSeum 8412; Telegrams: Buntline Rath 

BIRMINGHAM: 



Lombard House, Great Charles Street, Birmingham, 3 

Central 5861 

52 Laverton Road, St. Annes-on-Sea 
St. Annes-on-Sea 500 

Leicester Street, Mill Lane, Bedminster, Bristol, 3 

Bristol 63742 

67 Har ting ton Grove, Cambridge 
Cambridge 87289 

33 Meriden Street, Coventry 
Coventry 60762 

Longbrook Terrace, Exeter 
Exeter 3294 

77 Southgate Street, Gloucester 
Gloucester 4025 

IRISH FREE STATE: Smith & Pearson, Newcomen Ironworks, Ossory Road, 

North Strand, Dublin Dublin 72548 

Provincial House, Albion Street, Leeds, 1 

Leeds 20708/9 



BLACKPOOL: 

BRISTOL: 

CAMBRIDGE: 

COVENTRY: 

EXETER: 

GLOUCESTER: 



LEEDS: 

LIVERPOOL: 

MANCHESTER: 

NEWCASTLE: 

NOTTINGHAM: 

PLYMOUTH: 

SCOTLAND: 



SOUTHAMPTON: 

STOKE-ON-TRENT: "Mathon 

SWANSEA: 

ULSTER: 

WORTHING: 



North House, North John Street, Liverpool 

Bank 5386 

Westminster Bank House, 3 York Street, Manchester, 2 

Deansgate 3991/2 

5 Higham Place, Newcastle-on-Tyne 
Newcastle-on-Tyne 21273 

1 s Waver ley, ' ' Black hi 1 1 Drive, Carlton, Nottingham 

Carlton 58394 

" Glenrowan, " Looseleigh Cross, Crownhill, Plymouth 

Plymouth 71801 

1 Blythswood Square, Glasgow 

Telegrams: Casements, Glasgow 

Telephone: Glasgow, Douglas 4170 

11 Chessel Avenue, Southampton 
Southampton 3680 



Park Way, Trent ham, Stoke-on-Trent 
Trentham 49359 

7 Rochester House, Portland Street, Swansea 

Swansea 4375 

9 Donegal I Square South, Belfast 
Belfast 22687 

1 v Compton. ' ' Cranleigh Road, Worthing 
Worthing 4358 
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